214 Pumpen pumps 


Standpumpe Stahl mit Manometer 


« Kolbendurchmesser: 34 x 450 mm 

« Farbe: titan 

« Manometer: bis 11 Bar / 160 PSI 

\ « Nennüberdruck: 6 Bar / 90 PSI 

\ « Neues, großes übersichtliches Manometer 
« Pumpenschlauch: 800 mm 

« mit Dualkopf passend für alle Ventilarten 
«  Kunststofffuß mit profilierter-Trittfläche 


# 130 220 01 VE = 100 Stück 


ualkopf 
Dual heod Steel track air pump with pressure gauge 


« plunger diameter: 34 x 450 mm 

«colour: titanium 

« pressure gauge: to 11 bar / 160 PSI 

° nominal overpressure: 6 bar / 90 PSI 
«new, large, clearly laid out pressure gauge 
« pump hose: 800 mm 

« with dual head suitable for all valve types 
« plastic foot with a profiled tread 


# 130 220 01 Unit = 100 pieces 


Neues Manometer 
new manometer 


Standpumpe Aluminium 


« Aluminiumkolben 
« Pumpenkopf für alle Ventilarten nutzbar 
« umklappbarer T-Griff mit Sicherung 
« durch seitliches Verdrehen fährt der Aluminium- 
\ Standfuß aus, patentiertes System 
\ 2) - Schlauchlänge: 1000 mm 
! * Manometer: bis 11 Bar / 160 PSI 
« Nennüberdruck: 6 Bar / 90 PSI 


Gewicht: 780 q 


4 # 130 216 01 VE = 10 Stück 


Aluminium track pump 


« Aluminium plunger 

« pump head which can be used for all valve types 
« turnable T-handle with safeguard 

« aluminium- foot extended by turning to the side 
« patented system 

« hose length: 1000 mm 

« pressure gauge: to 11 bar / 160 PSI 

° nominal overpressure: 6 bar / 90 PSI 


Manometer 
manometer 


Weight: 780 g 


# 130 216 01 Unit = 10 pieces 
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